
PROFILE 


AHMED MOHAMED 
ABD-ELAZIZ MOHAMED 

AGRICULTURAL MECHANICAL ENGINEER 


Address: Army Housing, NasrCity, Cairo, Egypt 

Phone: +2-01005782148 

E-mail: AhmedElhindyl990@yahoo.com 

Military Status: Completed 

Linkedln: www.linkedin.com/in/ahmedelhindy 

EXPERIENCE 


I seek to work for a successful 
company that has strong leadership 
and vision and who recognizes and 
rewards performers and becomean 
expert in the field of maintenance. 

I am confident in my abilities to 
produceand while I prepare for the 
worst, I do work necessary to tilt the 
odds that the best will happen. 

I able to control a situation rather 
than allow a situation to control me. 

I take responsibility foractions when 
things go wrong. 

EDUCATION 


June 2011 

Bachelor of Agricultural 
Engineering (Mechanical Machines) 

Zagazig University 

April 2011 

Graduation Project: Internal 
combustion engine powered by 
biogas. 

Zagazig University 


GENERAL MAINTENANCE ENGINEER 

TEKSAN Generators EGYPT | 11/2014 - 11/2016 

• Designing maintenance strategies, proceduresand methods. 

• Leadinggroup of techniciansand being liable for them and provide training 
of less experienced maintenancetechniciansand/ornewtechnicians. 

• Carrying out routinescheduled maintenanceof 400 generators (PM). 
•Analyse engine hardware and engine performance data to identify failures 
like Perkins, Doosan, Cummins, Caterpillar, Yanmarand etc. 

• Provide troubleshootingdirection directly to engine technicians. 

•Travel to the field when necessary to assist in troubleshooting and to gather 
failure data. 

• Diagnosing breakdown problems (CM). 

• Provide responsive customersupport with emphasison customer 
satisfaction. 

• Fitting new parts and makingsure equipment is working correctly. 

• Carrying out quality inspections on jobs. 

• Liaising with client departments, customers and sales engineers. 

• Controlling maintenance tools, stores and equipment. 

• Monitoring and controlling maintenance costs. 

• Dealingwith emergencies, unplanned problems. 

•Working with specialist equipment, such as programmable logic controllers 
(PLC), which control machinery Like Deepsea & DataKom & Emko and 
Comap. 

•Writing maintenance strategies to help with installation and commissioning 
guidelines. 

• Ensuringthere is continuouscoverof the machineryand equipment in case 
of breakdowns. 


August 2010 

A Course of maintenance of heavy 
equipment. 

Trainingcenter in 10th of Ramadan 
City 

SKILLS 


• Problem-solvingskills. 

• Relevant technical knowledge. 

• Team working skills. 

• An ability to work well under 
pressure. 

• People managementskills. 

• 10 years' experience in computer 
skills (Office, AutoCAD, SolidWorks, 
Photoshop, Google Sketch Up, 
Windows [XP, Windows 7, 8 and 
etc.], Troubleshooting, Internet, 
Hardware). 


MAINTENANCE ENGINEER 

Dakahlia Agricultural Development Co | 03/2012 - 10/2014 

• Carrying out routinescheduled maintenanceof 12 CAT generators and 7 
BELARUS-S92 tractors (PM). 

• Planningand monitoring work within the workshop. 

• Fitting new parts and makingsure equipment is working correctly. 

• Working with control module of CAT engine Model 3406C. 

• Diagnosing breakdown problems (CM). 

LANGUAGE 


• Arabic: native language 

• English: intermediate 

INTERESTS 


Photography /Arts / Traveling / Sports / Design / Studying ( PMP, CMMS, 
PLC, Automation Studio, EKTS) 


